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SUBJECT: LOCKING DEVICES EOR NOB TOKYO 

REE: A. TOKYO 10408 B. TOKYO 10740 

1. MEDECO CYLINDERS AND MEDECO KEY MACHINE WILL BE 
DELIVERED TO DEPARTMENT (RWALLER) THIS MONTH FOR 
TRANSHIPMENT TO RSO TOKYO. CONTROL OF THESE SECURE 
LOCKING DEVICES WERE DISCUSSED IN A/SY/EO MEMORANDUM 
DATED MARCH 19, 1975. ESSENTIALLY THE CONTRACT 
CALLS FOR THE GENERAL LOCKS TO INCORPORATE THEIR 
CYLINDERS UNTIL SUCH TIME AS THE BUILDING IS OCCUPIED 
BY CLEARED AMERICAN PERSONNEL. THOSE DOORS DESIGNATED 
BY THE RSO AS REQUIRING MEDECO CYLINDERS WILL HAVE 
THE GENERAL LOCK CYLINDER REMOVED AND THE MEDECO 
CYLINDERS INSTALLED. THE INSTALLATION OE THE MEDECO 
CYLINDERS IS TO BE DONE BY THE TSO OR SEABEE. ALSO, 
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PERSONNEL HAVE LEET THE PREMISE THE KEYING SYSTEM 
WHICH ALLOWS CONTRACT PERSONNEL ACCESS TO THE AREA 
WILL BE REMOVED AND THE STANDARD KEYING SYSTEM CALLED 
FOR UNDER THE CONTRACT SHOULD BE IMPLEMENTED WITH ALL 
KEYS TURNED OVER TO THE FBO PROJECT SUPERVISOR. 

2. THE TWO SETS OF DOUBLE DOORS DISCUSSED IN REFTEL 
ARE EQUIPPED AT THE HEAD AND SILL WITH STAINLESS 
STEEL FRAMES. COORDINATION AFFECTED WITH A/FBO, 

A/SY AND RSO TOKYO TO INSTALL CONTINUOUS DUTY 
EATON LOCKS AT THE TOP AND BOTTOM OF EACH DOOR FOR 
WHICH A TOTAL OF 16 LOCKS WILL BE REQUIRED. THESE 
LOCKS WILL BE SUPPLIED BY THE CONTRACTOR. 

3. FOR YOUR INFO, LOCKING DEVICE REQUIREMENTS ARE 
CLOSELY COORDINATED WITH A/FBO, ON SITE PROJECT 
SUPERVISOR AND RSO TOKYO. INFORMATION CONCERNING 
THESE REQUIREMENTS ARE INCORPORATED IN THE CONTRACT 
OR DOCUMENTED IN RSO FILES. KISSINGER 
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